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46.      (Continued)

circuit, card, or stage.

Refer to the Synchronizer Troubleshooting
and Display-Indicator Troubleshooting
tables.

List the corrective action for the

troubles specified below,
a. SYNCHRONIZER.

TROUBLE    PROBABLE CAUSE

CORRECTIVE
ACTION

Loss of
1 kHz
output.

step 2a

b. DISPLAY INDICATOR.

CORRECTIVE
TROUBLE    PROBABLE CAUSE     ACTION

No
video

step 2.


